pwsid#  0400818  Antelope  Point  Marina 


Results  for:  c“  Nickel 


Sample  Date Sample  Location sample  id  Flag  Analyte  Result 

Compliance  Point  ID:  Compliance  Point  Name: 

11/10/2010  EP0Q2  Arsenic  Finished  0110987-01  0110987-01  < 0.02 


2412460 


MCL  Value: 


mg/Lorppm 


mg/L  °r  ppm  Comment 


Entered  By  Entry  Date  QADate 

Detection  Limit  Method  ID# 


Rhonda  0 02  01/27/2011  200.7 


ED  000552F  00001968-00001 


